OPEN  TEXT 

CORPORATION 


180  Columbia  Street  W. 

Suite  2110 

Waterloo,  Ontario  N2L  3L3 

519-888-7111  v.m.  213 
Fax:  519-888-0677 


Michael  F.  Farrell 

Executive  Vice  President 


